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Message Text 

UNCLASSIFIED 

PAGE 01 RIYADH 00160 051107Z 
ACTION NEA- 10 


INFO OCT-01 EUR- 1 2 ISO-OO EB-08 /031 W 

121788 051139Z/11 

R 051022Z MAR 78 
FMUSLO RIYADH 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 349 
AMEMBASSY JIDDA 
AMEMBASSY ATHENS 
AMCONSUL DHAHRAN 


UNCLAS RIYADH 160 


ATHENS FOR RTDO, JIDDA FOR COMMERCIAL CENTER 

E.O. 11652: NA 
TAGS: BTIO, BEXP, SA 

SUBJECT: PRIVATE TRADE OPPORTUNITY: ELECTRICAL CABLE, EQUIPMENT 
AND BUILDING MATERIAL 


1. 517/03/P0004 
2. 022278 

3. GSMITH 

4. 517 SAUDI ARABIA 

5. Y - END USER 
6A. CABLE 

6B. MR. MOHAMED AL-KAHTANI 
6C. CAPITAL LIGHTS EST. 

P.O. BOX 2632 
RIYADH, SAUDI ARABIA 

7. CABLE: LECTRITION. TELEX: 20333 KAHTANI SJ 
PHONE: 34900, 34080, 26390 

8 . - 

9. 101 

10. DESCRIPTION: 3644200 ELECTRICAL CONDUIT AND CONDUIT 
FITTINGS; 3644300/0000 OTHER NONCURRENT-CARRYING WIRING 
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DEVICES AND SUPPLIES; 3613500/0000 LOW VOLTAGE PANEL- 
BOARDS AND OTHER SWITCHING AND INTERRUPTING DEVICES. FIRM 
IS AN ELECTRICAL AND MECHANICAL TRADING AND CONTRACTING 
FIRM. IT WISHES TO PURCHASE FOLLOWING LIST, WITH 
SPECIFICATIONS, FOR END-USER USE IN CONSTRUCTION PROJECTS. 
FAST DELIVER, QUALITY AND PRICE ARE CRITERIA FOR SELECTION 
OF SUPPLYING FIRM. 
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CABLES: 

1) NYY CABLES 

4X4 SQUARE MILIMETERS 
4X6 SQUARE MILIMETERS 
3X10 PLUS 6 SQUARE MILIMETERS 
3X25 PLUS SQUARE MILIMETERS 
3X35 PLUS SQUARE MILIMETERS 
3X50 PLUS 25 SQUARE MILIMETERS 
3X70 PLUS 35 SQUARE MILIMETERS 
3X95 PLUS 50 SQUARE MILIMETERS 
3X120 PLUS 76 SQUARE MILIMETERS 
3X150 PLUS 70 SQUARE MILIMETERS 
3X185 PLUS 95 SQUARE MILIMETERS 
3X240 PLUS 120 SQUARE MILIMETERS 
3X300 PLUS 150 SQUARE MILIMETERS 

2) NYFGBY CABLES 

SAME SPECIFICATIONS AS ITEMS IN PARA (1) 

3) NYA STRANDED WIRE: 

1 SQ. MM - 2 SQ. MM - 3 SQ. MM - 4 SQ. MM - 6 SQ. MM 

4) GALVANIZED PIPES 

ONE-HALF INCH, THREE-FOURTHS INCH, ONE INCH 

5) GALVANIZED CONNECTION BOXES 

6) M.C.C.B. MOLDED CASE CIRCUIT BREAKER FROM 100 AMPS 
TO 2000 AMPS. 

7) DISTRIBUTION BOARDS WITH MAIN C.B. 3 PH AND TWO POLES 
30 AMPS BREAKERS. THE MAIN C.B. 100, 200, 300, OR 400 AMPS. 
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GNEHM 
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